

Philip Morris USA 

CONFIDENTIAL 


„ Special CI ■ 

Virginia Samples : Save two (randomized) cartons from the Domestic CI y . ( ' 
pickup. Send samples and copy of PTL data to ARD in January, April, qt » ^ 
July, and October. "V / k 


Camel Lights KS Kool Menthol KS 

Winston KS Carlton 300 

^ Doral Lights 100 GPC Full Flavor 100 


Lorillard I 

Kent KS 

Newport Men LS Box 


i o' 1 ' ^ 


m 


All Reynolds brands tested for humectants each time received, instead of 
twice per year. 

Received through Domestic CI every month, instead of every other month 
(Oct 96 CI): 


Winston KS 


Camel KS 


Camel KS Box 




• Winston KS from Canada 




i Florida Samples () h 3 1 

* Winston KS (100%) Salem KS 

Winston KS Box (100%) Salem Lights KS H 

Winston Lights KS (100%) Salem UL KS 
Winston UL KS (100%) 

Winston 100 (100%) 

Winston Lights 100 (100%) 

> Massachusetts Samples (J 

^Winston KS Salem KS darnel Lights KS 

Winston Lights KS Salem Lights KS 
Winston UL KS Salem UL KS 


• All Special CI samples have been analyzed JwPTL, and data are stored in 
CI database. ^ ^ 


DOCCo1Tp0622 tiffin ^ A 1 1/4 
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PM3000981690 


Source: https://www.industrydocuments.ucsf.edu/docs/nymk0001 





Special Cl Brands 


R..T. Reynolds 

Camel Lights KS SP 
Winston KS SP 
Doral Lights 100 SP 


Brown & Willamson 

Kool Menthol KS SP 
Carlton 100 
GPC Full Flavor 100 


Lorillard 

Kent KS SP 

Newport Menthol KS Box 


* Samples obtained from Virginia wholesaler 

* Samples ordered every 3 months 

* 7 cartons per brand per order 

* Production date is always two months 
behind the pick-up date 


PM3000981691 


Source: https://www.industrydocuments.ucsf.edu/docs/nymk0001 



